Page No. 

60/01/2 

SERVICE MANUAL 


Issue No. 

1 



Machine Type 

KENCO 6GM BREWER 

Document No. 

SM/56 

Section 

FAULT FINDING 

Date 

02/08/01 


Adjust 
correctly 

see 'Adjusting 
Drinks Volume' 


<No 


Drinks 
Levels 
Incorrect 


Yes 


Drinks level 
adjustnnent 
Is correct 


Yes 
T 


Check for 
water leaks 


No 


-Yes> 



Use setting 
gaupe to 
adjust 


(No 


Check 
piercer and |<No 
brew mech 


Yes 


Is capsule 
being 
pierced 
correctly 


Check for 
air leaks 


No 


Check pump 
head setting 
is O.K. 


Yes 


Yes> 


Is pressure 
switch only 
operating on 
high pressure 


Yes 
▼ 


Try adjusting 
for soft water 

See Eng. 

Mode F5 


Check air 
valve seats 
correctly, 
and pipes 
are sound. 


No 
Y 


Is the 
pressure 

switch 
operating 
on normal 
pressure 


Yes 
▼ 


Change 
pressure 
switch 


Machine O.K. >Yes 


Descale 
tank 


<Yes- 


No 
_*_ 


Check hot 
tank for scale 


No 


Try adjusting 
for soft water 

See Eng. 

Mode F5 


